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Crystal Microwave 

Easedropping" on this part of the spectrum is up to you. 
Here's a simple way to start 



Interest in the microwave 
spectrum has increased 
rapidly since the introduc- 
tion of the "Gunnplexer" 
by Microwave Associates. 
Many amateurs, though, 
have expressed interest in 
finding a more economical 
way to get started. What I 
hope to accomplish with 
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this article is to show how 
to get involved in micro- 
waves with a minimum in- 
vestment of time and 
money. 

The microwave spectrum 
is populated with myriads 
of signals, ranging from 
telephone relays to televi- 
sion-studio links to radar to 




satellite signals. How can 
we detect and monitor 
these signals? The simplest 
way is with a crystal receiv- 
er. Don't scoff. I know of 
several production micro- 
wave systems that use crys- 
tal detectors or crystal vid- 
eo receivers as they are 
called. The common police 
radar detector is a special 
type of crystal video re- 
ceiver. 

A crystal receiver can be 
broken down into four 
basic parts: an antenna, a 
tuned circuit, the detector, 
and an amplifier (see Fig. 1). 
The most common tuned 
circuit is not really a tuned 
circuit but a high-pass filter, 
a waveguide. In this mode, 
the antenna and tuned cir- 
cuit can be combined. If 
the detector is mounted in 
the waveguide, then the on- 
ly external component is 
the amplifier. 

Rectangular waveguide 
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will pass all frequencies 
above a cutoff frequency 
(f c ). The cutoff frequency is 
determined by the internal 
width dimension of the 
waveguide. The cutoff fre- 
quency occurs when the in- 
ternal width is exactly one- 
half wavelength. A simple 
formula for calculating this 
is f c =15/b, where b = inter- 
nal width in centimeters and 
f c = cutoff frequency in 
GHz. For example, the most 
common waveguide for the 
3-cm amateur band (10 GHz) 
has an internal width of 0.9 
inches or 2.29 cm. Hence, 
f c = 6.55 GHz. 

If the frequency is raised 
such that the width is now 
one wavelength; the guide 
can support another mode. 
This occurs at f = 2f c . So, the 
maximum stable frequency 
range is from f^ to 2f c . Well, 
if you consider skin losses 
and other factors, the prac- 
tical frequency range is 








TUNED CIRCUIT 



Front view of S-band unit showing diode placement. 
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Fig. 7. Basic elements of a crystal video receiver. 



from 1 .25 f c to 1 .9 f c . For the 
previous example, the prac- 
tical or useful frequency 
range is 8.19 GHz to 12.44 
GHz. This is in good agree- 
ment with the published 
range of 8.2 CHz to 12.4 
GHz. Fig. 2 is a graph of the 
upper and lower practical 
frequency range of rectan- 
gular waveguides having in- 
ternal widths from 2 cm to 
18 cm. 

The graph is not meant 
just to enable you to deter- 
mine the frequency range of 
a piece of surplus wave- 
guide. It will also enable you 
to decide how wide to make 
a piece to use. Yes, you can 
make your own waveguide 
and do it without a machine 
shop. Waveguide can be 
made from flashing copper, 
brass shim stock, or, my fa- 
vorite, printed circuit board. 
To illustrate, I made a crys- 
tal video receiver to monitor 
several radars located near 
my home. 

There are three S-band 
search radars within 20 
miles of my home. The term 
S-band refers roughly to any 
frequency between 1.5 GHz 
and 5 GHz. Table 1 is a list- 
ing of these informal desig- 
nations. Table 2 is a listing of 
some microwave frequency 
ranges of interest. The local 
search radars are grouped 
from 2.7 GHz to 2.9 GHz. 

Band Designation 
P 
L 
S 
C 
X 
K 
Q 
V 
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Fig. 2. Upper and lower fre- 
quencies shown for rectan- 
gular waveguides. 

Hence, from Fig. 2, the 
waveguide should have an 
internal width between 6.9 
cm and 9.5 cm. I chose 8 cm 
as a compromise. The inter- 
nal height should be one 
half or less than the internal 
width. The guide height de- 
termines the impedance and 
power-handling capability 
of the guide. The useful fre- 
quency range of the 8-cm 
guide is approximately 2.4 
GHz to 3.6 GHz. This range 
just happens to include the 
amateur 2400-MHz and 
3300-MHz bands. Higher fre- 
quencies can travel or prop- 
agate down the guide, but 
the mode structure would 
be uncertain. I mention this 
because the guide will pass 
X-band signals and you 
should not be surprised to 
hear them. 

For a crystal receiver, I 

Freq. Range (GHz) 

.2- .4 
.4- 1.5 
1.5- 5.0 
4.0- 6.5 
5.0-12.0 
12.0-36.0 
36.0-45.0 
45.0-60.0 



Table 1. Microwave band designations. 





Detector/amplifier with X-band head and nearby S- and 
K-band heads. 



prefer to make the guide 1 
to 2 widths long. For the ex- 
ample, the guide is 9.5 cm or 
1.125 widths long. This 
length was chosen on the 
basis of available pieces of 
circuit board. Since the re- 
ceiver will not be used for a 
specific frequency but rath- 
er for a band, I mounted the 
BNC connector and de- 
tector one-half guidewidth 
from the shorted end. 

Construction is simple. 
The circuit board material is 
easily sawed or sheared to 
size. The BNC mounting 
holes and the opposing 
diode hole are drilled next. 
The guide is taped together 
and the seams are soldered 
with a 1 00-/1 50-W iron. After 
assembly, the diode is placed 
inside and soldered. No by- 
pass capacitor is used. I find 



that normal construction 
techniques are adequate to 
block the microwave energy 
and pass only the modula- 
tion. Surplus mixers have a 
very efficient bypass scheme 
and function well as crys- 
tal receivers. I use an 
X-band mixer to monitor 
small marine radars in the 
harbor. 

The weak detected signal 
is boosted by the amplifier 
shown in Fig. 3. An LM301 is 
used instead of the more 
common 741 because of the 
lower noise output of the 
LM301. The output of the 
amplifier is further boosted 
by Radio Shack's "Mini Am- 
plifier-Speaker." The low 
current drain of the ampli- 
fier makes it inviting to ob- 
tain its power from the mini 
amplifier, but problems with 




Source/Emitter 

ILS Glideslope 
TACAN-DME 
Radar Beacons (IFF) 
Air Route Radar 
Airport Radar 
Aircraft Doppler Radar 
Precision Approach Radar 
Marine Radar 



Freq. Range (GHz) 

.3286- .3354 
.96-1.215 
1.03, 1.09 
■ 1.3-1.35 
2.7-2.9 
8.8 

9.0-9.2 
9.3-9.5 



Table 2. Selected emitter frequencies. 




Internal view of preamplifier showing circuit card and bat- 
tery. 
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DETECTOR UNIT 



The SLINKY DIPOLE Antenna 

A broadband, low SWR dipole that really works in apart- 
ments, small yards, attics, anywhere a small antenna is a 
must. Indoors or out, you can work ANY HF BAND, in- 
cluding 10 MHz. No gimmicks or add-ons. Imagine 
80M in as little as 24 ft.! Complete kit and instructions, 
plus 50 ft. of coax. Easy to set up and adjust. More 
information available - just call or write. 



Blacksburg Group 

Box 242 Suite 500 
Blacksburg, Virginia 24060 
703/951-9030 



$67.95 postpaid (in U.SAJ 
Money Back Guarantee 
Virginia residents V u 
add 4% sales tax ft 1 

el 




OUTPUT TO 

AUDIO 

AMPLIFIER 



Fig. 3. Schematic of a 50 X audio preamplifier. 



motorboating forced me to 
use an independent battery. 
The compact assembly is 
quite portable and accom- 
panies me on short outings. 

Waveguides are not the 
only usable form of crystal 
receivers. For narrowband 
signals, a separate antenna, 
tuned circuit or cavity, and 
detector might be better. 



Preamplifiers, if available, 
greatly enhance the overall 
sensitivity. 

Try something simple and 
build one of these. This 
might be the easiest micro- 
wave construction article 
yet. Let me know what you 
build and how it worked, 
and please remember to en- 
close an SASEIB 



Introducing The SRT-3000 
A High Performance RTTY 
Communications Send- 
Receive Terminal 

• Built-in demodulator & AFSK modula- 
tor for 170.425.850 Hz shifts, high and 
low tone pairs • 60,66,75,100,132 WPM 
Baudot, 110,300 Baud ASCII, 5-99 WPM 
Morse • 1000 character text buffer with 
BREAK feature • Ten 80 character mes- 
sage memories with battery backup • 

Selectable display formats, 24 lines x 72 characters (2 pages), 24 lines x 36 characters (4 pages), 
16 lines x 36 characters (6 pages) • Split screen operation • On screen status line displays a 
tuning bar, mode, speed, shift, tone pair, normal/reverse, USOS, WRU, SELCAL, buffer mode 
and buffer count • Cassette interface for long "Brag Tapes" or unattended message storage • 
Baudot and ASCII printer outputs • Built-in audio monitor • Built-in 110 VAC power supply • 
Other features— PTT control, WRU, SELCAL, sync idle, CW ID, USOS, autostart, full or half 
duplex, scope outputs, weight control, intercharacter spacing, reverse video, RS-232, word wrap 
around • Compact size only 13.3 x 10.3 x 4 inches • Made in USA. 




SRT-3000 




DC Ml EL EC TRQNICS, INC. 



Send For 
Free Information 

787 BRIAR LANE, BELOIT, WISCONSIN 53511 (608) 362-0410 
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